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Message Text 


UNCLASSIFIED POSS DUPE 

PAGE 01 ROME 13170 130042Z 

62 

ACTION OES-06 

INFO OCT-01 EUR- 1 2 ISO-OO FEA-01 AID-05 CEA-01 CIAE-00 

CIEP-02 COME-OO DODE-OO EB-07 FPC-01 H-02 INR-07 

INT-05 L-03 NSAE-00 NSC-05 OMB-01 PM-04 USIA-15 

SAM-01 SP-02 SS-15 STR-04 TRSE-00 ACDA-10 /110W 

107481 

R 121742Z AUG 76 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 0000 
ERDA HQ WASHDC 

UNCLAS ROME 13170 

ERDA FOR WILLIAM HAGIS 

E.O. 11652: N/A 
TAGS: ENRG TECH IT 

SUB J : US-ITALY ENERGY WORKING GROUP (EWG): NUCLEAR FACILITY 
PHYSICAL SECURITY 

REF: A. STATE 170562 

1 . INFORMATION FOR COMPLETION FORM 445 (PARA 3 REFTEL) 

ON ITALIAN DELGATION FOR NUCLEAR FACILITY PHYCISAL SECURITY 
DISCUSSIONS BEGINNING SEPTEMBER 7 AS FOLLOWS (NUMBERS 
KEYED TO PART A, ERDA FOR 445): 

(IA) PROF. GIUSEPPE AMMASSARI 

(IB) ITALIAN 

(IC) 7/3/33 -ROMA 

(ID) ITALIAN SERVICE PPT 046265/X 
(2A) NOT AVAILABLE 

(2B) MINISTERO DELL'INDUSTRIA, DEL COMMERCIOE DELL'ARTIGIANATO, 

VIA VITTORIO VENETO 33 ROMA 
(3A) SAME AS 2 (B) 

(3B) DIREZIONE GENERATE PF.LT.F. FONTI DI ENERGIA E DELLE INDUSTRIE 

DI BASE (DIRECTORATE GENERAL FOR ENERGY SOURCES AND BASIC INDUSTRY) 

UNCLASSIFIED 

UNCLASSIFIED 
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(3C) N/A 

(3)$) DIRECTOG GENERAL 
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(IA) DR. LUIGI LATINO 

(IB) ITALIAN 

(IC) 2/4/28 - ROMA 

(ID) NOT AVAILABLE 
(2A) NOT AVAILABLE 

(2B) MINISTERO DELL'INDUSTRIA, DEL COMMERCIO E DELL'ARTIGIANATO, 

VIA V. VENETO, 33 ROMA. 

(3A) SAME AS (2B) 

(3B) DIREZIONE GENERALE DF.LT.F. FONTI DI ENERGIA E DELL'INDUSTRIA 
DI BASE 
(3C) N/A 

(3D) DIRIGENTE DIVISIONE IV (DIRECTOR, DIVISION IV) 

NUCLEAR ENERGY 

(IA) ING. GIOVANNI NASCHI 

(IB) ITALIAN 

(IC) 9/6/30 - NAPOLI (NAPLES) 

(ID) ITALIAN 10084985/P 
(2A) NOT AVAILABLE 

(2B) COMITATO NAZIONALE PER L'ENERGIA NUCLEARE 
(CNEN). VIALE REGINA MARGHERITA, 125 ROMA 
(3A) SAME AS 2(B) 

(3B) DIREZIONE CENTRALE SICUREZZA NUCLEARE E PROTEZIONE SANITARIA 
(CENTRAL DIRECTORATE FOR NUCLEAR SECURITY AND HEALTH PROTECTION) 
(3C) N/A 

(3D) TECHNICAL DIRECTOR AND DIVISION DIRECTOR 

(IA) ING. GIUSEPPE CROCENZI 

(IB) ITALIAN 

(IC) 5/9/23 - SANTA MARIA CAPUA VETERE (PROV. OF CASERTA) 

(ID) ITALIAN B 579666 
(2A) NOT AVAILABLE 

(2B) COMITATO NAZIONALE PER L'ENERGIA NUCLEARE (CNEN) VIALE 
REGINA MARGHERITA 125 ROMA 
(3A) SAME AS 2 (BL 

(3B) DIREZIONE CENTRALE SICUREZZA NUCLEARE E PROTEZIONE 

SANITARIA 

(3C) N/A 

(3D) CHIEF, PHYSICAL PROTECTION 

(IA) PROF. ING. BALDASSARE Z.EFTRO 

(IB) ITALIAN 
UNCLASSIFIED 
UNCLASSIFIED 
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(IC) NOT AVAILABLE 

(ID) ITALIAN 4034834/P 
(2A) NOT AVAILABLE 

(2B) ENTE NAZIONELE PER L'ENERGIA ELETRRICA (ENEL) VIA G.B. 

MARTINI, 3 ROMA 
(3A) SAME AS 2 (B) 

(3B) DIREZIONE COSTRUZIONI NUCLEARI (DIRECTORATE FOR NUCLEAR 
CONSTRUCTION) 

(3C) N/A 

(3D) VICE DIRETTORE CENTRALE (VICE CENTRAL DIRECTOR) 
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2. PURPOSE OF TRAVEL (ITEM4): WITHIN THE GENERAL FRAMEWORK 
OF THE U.S. - ITALY ENERGY WORKING GROUP, TO PARTICIPATE IN AN 
ERDA - PONSORED PROGRAM OF DISCUSSION AND VISITS RELATING TO THE 
TOPIC OF PHYSICAL SECURITY OF NUCLEAR FACILITIES AND MATERIALS. 
(NOTE: EMBASSY IS UNABLE TO ADDRESS PARTS RELATING TO NATURE AND 
CLASSIFICATION OF INFORMATION TO BE DISCLOSED, INFORMATION TO 

BE OBTAINED, ETC. END NOTE). ALL MEMBERS OF THE ITALIAN 
DELEGATION HAVE RESPONSIBILITIES IN THE FIELD OF PHYSICAL 
SECURITY OF NUCLEAR FACILITIES. 

3. PROPOSED ITINERARY (ITEM 5): 

9/7 - CALIFORNIA (VISIT TO NUCLEAR FACILITY) 

9/8 - SANDIA, NEW MEXICO (SANDIA LABORATORIES) 

9/9 - LOS ALAMOS, NEW MEXICO (LOS ALAMOS NATIONAL LABORATORY) 

9/10 - WASHINGTON (ERDA AND NRC) 

4. ITEMS 6-8: NOT APPLICABLE OR NOT AVAILABLE. 

5. IF FURTHER INFORMATION REQUIRED. PI .EASE ADVISE EMBASSY 
ASAP. IT MAY BE USEFUL TO RECALL THAT ALL MEMBERS OF THE 
ITALIAN DELEGATION ARE IMPLOYEES OF THE ITALIAN GOVERNMENT, 
DIRECTLY OR THROUGH CORPORATIONS CONTROLLED BY IT. ALSO, 
OBTAINING FURTHER INFORMATION WOULD BE GREATLY COMPLICATED BY 
THE AUGUST VAC589, 03489S.VOLPE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PHYSICAL SECURITY, MEETING DELEGATIONS, NUCLEAR REACTORS, NUCLEAR POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 12 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ROME13170 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760311-0217 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760860/aaaacagv.tel 

Line Count: 141 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 170562 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 6 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 APR 2004 by ReddocGW>; APPROVED <10 DEC 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: US-ITALY ENERGY WORKING GROUP (EWG): NUCLEAR FACILITY PHYSICAL SECURITY 

TAGS: ENRG, TECH, IT 

To: STATE 

ERDA 

Type: TE 
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